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To find the area of the indicator card shown, in Fig. 100 we make use of a planimeter or plane meter as shown in Fig. 101. This consists of the two arms A and AI hinged at H and with pin points at P and PI. The point Pl is fixed and the point P is moved around the outline of the card as shown, while the wheel W moves and carries a scale which indicates directly the number of square inches in the area traced around when the point P has completed the outline.